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INFO OCT-OI ISO-00 AF-10 ARA-I4 EA-09 EUR-I2 NEA-IO 
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R281522Z JUN 77 
FM USMISSION GENEVA 
TO SECSTATE WASHDC 8662 
INFO USMISSION USUN NEW YORK 

UNCLAS GENEVA 5252 

EO 1 1652: NA 
TAGS/ EAID UNDP 

SUBJ: 24TH UNDP GOVERNING COUNCIL: AGENDA 10(B) - ACTION BY 
BUDGETARY AND FINANCE COMMITTEE 

REE: GENEVA AIRGRAM A- 1 54 

1. BUDGETARY AND EINANCE COMMITTEE COMPLETED CONSIDERA- 
TION OF AGENDA ITEM 10(B) - RECRUITMENT AND USE AND 
PROSPECTS OF REDUCING COSTS OF UNDP-FINANCED EXPERTS. 

DRAFT DECISION ADOPTED BY COMMITTEE REQUESTS ADMINIS- 
TRATOR TO SUBMIT JIU STUDY (DOCUMENT DP/260) TO 

JUNE 1978 SESSION OF GOVERNING COUNCIL AND DECIDES THAT 
SCOPE OF STUDY QUOTE SHOULD REFER TO OBTAINING EXPERT 
SERVICES FROM BOTH DONOR AND RECIPIENT COUNTRIES. END QUOTE 

2. GC MEMBERS UNANIMOUSLY COMMENDED ADMINISTRATOR FOR 
GETTING STUDY UNDER WAFY; AND NEARLY ALL POINTED TO ITS 
TIMELINESS, GIVEN INCREASINGLY HIGH COSTS OF EXPERTS. 

QUESTIONS CENTERED ONLY ON (A) LACK OF INVOLVEMENT 

OF DEVELOPING COUNTRIES IN CARRYING OUT THE STUDY; AND 
(B) THE SCOPE AND TIMETABLE OF THE STUDY, BOTH OE 
WHICH WERE SEEN BY SOME AS CONSTRAINTS ON JIU'S FLF.XI- 
BILITY. USDEL STATEMENT (REF AIRGRAM) RECEIVED WITH 
UNCLASSIFIED 
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PAGE 02 GENEVA 05252 281635Z 

INTEREST, ESPECIALLY BY SOME ADVANCED DEVELOPING COUN- 
TRIES. 

3. COMMITTEE REPORT AND DRAFT DECISION EXPECTED TO 
BE ADOPTED BY PLENARY WITHOUT DEBATE.SORENSON 
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